CV b 


TO-3 


INCHES MILLIMETERS 
SYMBOL MIN. МАХ, MIN, MAX. NOTES 
A 250 


NOTES: 


1. THESE DIMENSIONS SHOULD BE MEASURED AT POINTS .050" (1.27 MM) TO .055" (1,40 MM) 
BELOW SEATING PLANE, WHEN GAGE IS NOT USED, MEASUREMENT WILL BE MADE AT SEATING 


PLANE, 
2. TWO LEADS, 


THIS OUTLINE DOES NOT MEET THE MINIMUM CRITERIA ESTABLISHED BY JS-10 FOR REGISTRATION 


